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CATALOG “A” 


Foreword © 
The Tower Grove Foundry Company is equipped to - 
make Cast Iron Castings of any and every description, 
ranging in weight from one pound to thirty thousand 
pounds. RE tee a 
We are showing on the following pages a few of the 
different styles we make, and every Casting leaving our 
Foundry has been subjected to a rigid inspection by a 


corps of experts, and when received by you will be abso- 
lutely perfect from a foundry standpoint. - 


Most of the Covers and Grates shown herein are.in 
stock and ready for immediate shipment. Our aim is to. 
carry a large variety, but, of course, we are at times 
“short” some items, but delivery can be made within a 
short time. : 


We are sure our estimates on special designs and sizes 
of Castings will appeal to you, and we, therefore, ask 
you to favor us with your specifications. — 


Our prices are based on a known cost of production, and 
are figured and re-figured in such a way as to bring the - 

‘cost to you to the very lowest. point, as our policy is: 
“to have @ large number of friends, rather than a few 
enemies.” : < 


In the stress of present day hurry and competition, 
many foundries are tempted to rush the work in such a 
manner as to slight the quality, but the Tower Grove — 
Foundry Company pledges you its word to give you, © 
not only the quickest service, but the most accurate — 
castings obtainable. 


We hope to have the opportunity of serving you in some. 
manner, and assure you the connection will be profitable a 
to both of us. Write for prices on any of the castings : 
shown, or on any special sizes or designs in which you — 
are interested. é Be 


TERMS — 30 DAYS. 
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No. DESCRIPTION 
1049 


“Chaffee” Standard Manhole Cover..... re 
“Georgetown” Standard Manhole Frame 
“Georgetown” Standard Manhole Cover 
“Alton” Standard Manhole Frame 

“Alton” Standard Manhole Cover 


“Alton” Standard Manhole Cover. 

“Alton” Standard Cast Iron Drain. 

Square Manhole Frame and Cover. 

Square Manhole Frame and Cover. 

Catch Basin for Sewer Pipe 

‘Raised Strainer 

MMS AI REE ey 28s ad a Senet Gee a ra Re 32 
City of St. Louis, Standard Solid Inlet Covers for Stone or Concrete Cap... 33 
City of East St. Louis, Standard Solid Inlet Covers for Stone or Concrete Cap 33 
Round Solid Inlet, Cover for Stone or Concrete Ca 34 
Round Grated Inlet Cover for Stone or Concrete 

City of St. Louis, Standard Ri 

City of Maplewood, Standard Trap Plate for Sewer Inlet 
City of St. Louis, Standard Wrot Iron Inlet Bar * 
City of St, Louis, St: 


City of East St. Louis, Standard Wrot Iron Manhole 

City of St. Louis, Standard Cast Iron Manhole — 

City of St. Louis, New Standard Cast Iron Manhole Frame 
Standard Cast Iron Sand Trap 

Standard Cast Iron Sand Tr 


39 
pemndard Cast Ira Grate Baise, ee Ran a 40 
Standard Cast Iron Tupper Grate Bars 
Cast Iron Columns and: Base Plates 
Cast Iron Base Plates 


47 
CRRESIGN MENU RMMIRY os. bc a eck os ete oe Soca wae aaah 47 
Standard Cast Iron Circular Grates 
Cast Iron Vent Gri 
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ROUND CAST IRON GRATES 
TO FIT IN BELL ENDS OF STANDARD CLAY SEWER PIPE 


No. 1000 





Sectional view showing bell end of sewer pipe in concrete floor with gratein place. 


; Grates have lugs on bottom and are made to set one eighthinch lower 
b: than top of bell to a/low for any.uneven surface in bell. 
Size of Pipe, Inches 
es Se G 10 2A 8 16 18 IB 20. 22 Bh 
Diameter of Bell, Inches 
53 8 


Gk «(0s (Ite 128 4g 7k (8h (9% 2 22k 24 2 285 


ter of Grate, Inch 
ae age Gg of IF 14 lok 17K, 184 20h 2g 23h 254 28 


Depth of Bell, Inches 
ote ee 8 ee | 
Inche 
ne ob mR OHO 


Weight each, Pounds 
oe OG 22. 38 Be: 5S 6b. 06 98 106. BO 


‘Norte: Grates for 18" Pipe are made in two sizes fo meet variation indumeter | 
of bell ends made by different manufacturers. 














ROUND CAST IRON 
GRATES AND FRAMES 


No. 100 


Diameter of Grate, inches 
2 15 16 


18 
Outside Diameter of Frame, Inches 
ie 14 - 0: 92 
Jepth of Frame, Inches 
2: am 2283 
Weight of Frame, pounds 
21 Pe 0 ST aS 
Weight of Grate, pounds 
AG Oe BI ae 


a 


SQUARE CAST IRON GRATES 

No. [002 

Size of Grate ; 
8'x8" 10'xio" (2"%12" 20’x20" 
Weight, each 
lb. 1516. 20lb. S55 Lb 


No. 1002 areall one inchinThickness. 












TOWER GROVE FOUNDRY COMPANY 


RECTANGULAR 











CAST IRON FRAMES 
With With 
Grate Solid Cover 
No. 1003 No.1004 
Size of Grate or Cover [4'xZ0" 
Hi} Size of Frame outside 18"x24" 
i]. Height of Frame 2} 
| Weight of Frame 2 Lbs 


Weight of Grate No.[003 {42Lbs 
Weight of Cover No,!004. 4] Lbs 














4 


SQUARE CAST IRON FRAMES 
With Grates and Solid Covers 


Size of Grate or Cover (3"x 13" 
Size of Frame outside 13"x 18" 
Height of Frame 5" 


No. [005 

Weight of Frame 
Weight of Grate No.1005 
Weight of Grate No.l006 
Weight of Grate No./007 
Weight of Cover No. (008 


- Wo. 1008 
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RECTANGULAR CAST IRON FRAMES 
WITH CONCAVE GRATES ; 
Na [009 No. [010 


Size of Grate 1A"x 18" 
Size of Frame, outside — 19"x. 23" 
| | Height of Frame i 


Weight of Frame 
Weight of Grate No.1009 
Weight of Grate No. 1010 


RECTANGULAR BC GRATE ANP FRAME 


FOR RAILWAY TRACK DRAINS 
GRATE IN TWO SECTIONS 


No. 10! | 


Size of Double Grates overall Q"x 48" 
Size of Frame, outside 20"x 50" 
Height of Frame 7B" 
Weight of Double Grates 100 Lbs. 
Weight of Frame 350 Lbs. 
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RECTANGULAR CASTIRON FRAME WITH CONCAVE GRATE 
No (012 


’ 


l 





S 
x 
nN 
Size of Grate. \A"x 26" 
Size of Frame, outside. 224 x 344" 
Height of Frame . 6" 
Weight of Frame (35 Lbs. 
Weight of Grate 85 Lbs. 


—4$——— 


’ RECTANGULAR CAST TRON FRAME WITH CONCAVE GRATE. 
No. 1013 





Size of Grate I4"x 20" 
Size ot Frame, outside 15x 22" 
Height of Frame 6" 


Weight of Frame 130 Lbs. 
Weight of Grate 77 Lbs 
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CITY OF EAST ST: LOUIS, Tu., STANDARD CAST IRON 
GUTTER INLET GRATE AND FRAME 


No. 1014 
Size of Grate 54x 24" 
Size of Frame, outside 234 x 32" 
Height pf Frame & 


Weight of Frame 215 Lbs. 
Weight of Grate [05 Lbs. 


CITY OF EAST ST LOUIS, ILL., STANDARD CAST IRON 
INLET GRATE 


No. lOIS 


D0000G0 
0000000) 





Size 19"x 24" 
Thickness of metal i" 
Depth of rib, averal| o* 


Weight. |25 Lbs. 





TOWER GROVE FOUNDRY COMPANY 


CAST IRONGRATE AND FRAME 
FOR GUTTER INLETS CONCAVE OVAL PATTERN 


| 


No. 1016 










\ 


/cA0000000000000) 
NOUOOUO00000 0077 






Size of Grate (S'%ae. 
S13e of Frame, outside a7" 28" 
Height of Frame i 
Weig ht of Grate : (18 Lbs. 
Weight of Frame ISS Lbs. 
CAST IRON GRATE AND FRAME. i 
FOR GUTTER INLETS CONCAVE SEGMENT PATTERN 
: No, 017 





Size of Grate 12x 3)" 
5 (3e of Frame, outside ae 
Height of Frame < 
Weight of Grate 50 Lbs. 
Weight of Frame HO Lbs. 














CITY OF ST LOUIS STANDARD | | 
CAST IRON SEWER INLET : 
GRATE AND FRAME a 
WITHOUT CURB. 
No. 10/8 
Size of Grate ~ 
SonZe 
Diameter of Frame, outside 
IG" 


Heig ht of Frame 
Ae 
“ te Efogde’ hy ¢ 


Weight of Frame 
213 Lbs. 


CITY OF ST LOUIS STANDARD CAST IRON SEWER /NLET 
GRATE AND FRAME W/TH ADJUSTABLE CURB 


No. JO/F 


, Size of Grate 22'x lo" 

) Diameter of Frame, outside a 
Height of Fra. 6" 
Size of Curb 64'wide, F"high above Frame , 26$*Long 


ne 5 2 =e 
at ei ames enact, x git B uF 
FN Re, Se TE ea nee RACINE EEN ARM i Pan ee ane ee Tm 


Weight of Grate 
126 Lbs 


BA ce Se ety ame ine oie 


Weight of Frame | 
aod Curb ” 
‘I4T7 Lbs. 





TOWER GROVE FOUNDRY COMPANY 






RECTANGULAR CAST TRON SEWER INLET GRATE AND FRAME . 
WITH ADJUSTABLE CURB 


No. 1020 










$13e of Grate. 
244" x IZ" 






Size of Frame. 
outside 26"x /8" 





Height of Frame 
5" 


Weight of Grate SB Lbs. Sige of Curb 
Weig ht of Franve and Corb 197 Lbs. . - gene 
Frame 
28" Long 


—_$—_ 


RECTANGULAR CAST IRON GRATE 
No. /02/ 









Size of Grate "x 2{" 
Thickness ded 


Ke ight, €ach 
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CITY OF ST. LOUIS STANDARD CAST IRON MANHOLE 
COVERS AND FRAMES. 
With Wrot Iron Band shrunk on Frame 


Grated Cover : Solid Cover 
No. 1022 No. (023 











AS SSUN N NE TESS 








N N N 
ox) Ns < 
Diameter of Cover 24" 
Diameter of Frame, outside 374" 
Height of Frame ie" 
Size of Wrot Iron Band 3"x/" 
Weight of Frame 346 Lbs. 
Weight of Wrot Iron Band G5Lbs. 
Weight of Grated Cover 144 Lbs. 
Weight of Solid Cover 167 Las. 


CITY OF ST.LOUIS NEW STANDARD - CASTIRON MANHOLE FRAME. 
WITH GEOVE IN FRAME FOR PACKING: 


eee ee 


No./077 

Diameter of Frame, outside- 392" 
- "Inside eit 

ahs Lie 200 Lbs. 





TOWER GROVE FOUNDRY COMPANY 





CITY OF FAST ST. LOUIS, TtL. 
STANDARD MANHOLE COVER 
AND FRAME. 
With Wrot Tron Band Shrunk 
on Frame 


GRATED COVER 
‘No. /024 


Dumeter of Cover 24" 
Duameter of Fran, outside 36" 
Height of Frame g" 
513@ of Wret Iron Band 3x3" 


Weight of Frarne 300 Lhs. 
Weight of Wrot Iron bard 5olbs. 
Weight of Cover . [SS Lbs. 





CITY OF FAST ST. LOUIS, TIL, 
STANDARD MANHOLE CoveER 
AND FRAME. NEWSTYLE 
(Without Wlyot Iron Band ) 
VENTILATED COvYER 
No. |O25 


Solid Covers can also be fornshed. 








Diameter of Cover 24! 
Diameter of Framé, outsde 34" 
Height of Frame J 


Weight of Frame 210 Lbs, 
Weight of Cover 140 Lbs. 











OSORIO IRIE SY 


eS ROR Re ne SOC 


FN EE 









FOUND SUBURBAN STANDAD 
CAST TRON MANHOLE COVER 
AND FRAME, 


SOLID COVER W/TH RA/SED 
DIscs 
No. /026 


Diameter of Cover 23%" 
Diameter of Frame, eutside 36" 
Height of Frame 


Weight of Frame 245 L bs. 
Weight of Cover Go Lbs. 
















ROUND CAST TRON MANHOLE 
COVER AND FRAME. 


GROOVE IN FRAME FOR 


PACKING 
SOLID COVER WITH RAISED 
DISCS. 
Flush Lift Handle on Cover 
No.1027 
Diameter of Cover Z4' 
Diameter of Frome, outside 3 I$" 
Height of Frame qu 
Weighd of Frame 178 Lbs. 


Weight of Cover 105 Lbs. 
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ROUND CAST IRON MANHOLE FRAMES. 
WITH GRATED COVERS. 


Heavy Grated Cover Medium Weight Grated Cover 
No. [028 No. 1029 


Diameter of Cover ; 
Diameter of Frame, outside. 362" 
Height of Frame. 6" 


' Weight of Frame 250 Lbs. 
Weight of Heavy Covers No. 1028 165 Lbs. 
Weight of Medium Weight Cover-No.1029 110 Lbs. 





a Feed 














FP RRR EPS 
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ROUND CAST IRON MANHOLE 
FRAME W/TH SOLID 
COVER 


No. /030 


Diameter of Cover 26" 
Diameter of Frame, outside 364" 
Height of Frame 6" 


Weight of Frame 250 Lbs. 
Weight of Cover 120 Lbs. 


ROUND CAST IRON MANHOLE 
FRAME WITH SOLID OUTER 
AND INNER COVERS 


No, /03/ 


Diameter of Outer Cover 2" 
Diameter of Framé, outside 36%" 
Clear diameter of opening 21g" 
Height of Frame st 


Weight of Frame 35OLbs 
Weight of Outer Cover 120 Lbs. 
Weight of Inner Cover AS Lbs. 
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ROUND CAST IRON MANHOLE FRAMES 


hWhth Sold Cover lith Grated Gver 
No. /033 


Diameter of Cover 
Diameter of Frame, outside 
Height of Frame 


Weight of Frame 
Weight of Solid Cover 
Weight of Grated Cover 

















TOWER GROVE FOUNDRY COMPANY 


CAST IRON COAL RINGS AND SOLID COVERS 
WITH LOCKING ARRANGEMENT UNDECNEATH 


No. /034 





Diameter of Gover, inches /9" 323" 36" 
Diameter of Ring, out- 
side, inches 253" FY" ga 
Diameter of opening, 
inches gies 1g" 30" 
Depth of Ring, inches 4" Ge" 


Weight of Gver, founds GO | : 200 
Weight of Ring, founds 0 220 2493 


4 >3 
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TANDAED aK PON- COVERS FOF COAL- EIN 
No -/035 
Diameter WeiGHT 
I& Inches 30 Lbs. 
3 ae 40 lbs 
77: Ga 50 Lbs 
30 + TS Lbs 
36 « 100 Lbs 
No. 1036 
¥ 
Dipmerer WieGHT 
19 Inches GO Lbs. 
20 1 75 Lbs | 
24 8 100 Lbs | 
30 1@0 Lbs 
36 «x 240 Lbs | 
eae 














TOWER GROVE FOUNDRY COMPANY 


CAST IRON CISTERN RINGS AND SOLID COVERS. 
WITH FLUSH LIFT HANOLE 
No. (037 


Note- - Turning of Handle Secures 
Cover +o Frame. 


Diameter of Cover, inches IS 2I 

Diameter of Frame, out- 
side, inches . 27 

Depth of Frame, inches 3 


Weight of Cover, Lbs. 20 
Weight ef Frame,lhs. 40 


ROUND CAST TRON LAMPHOLE FRAME AND COVER 


Diameter of Cover - (6" _Diamet - 94" 
Diame Pps of Frame ~ 23' Digme i of ned € 7 4 
Height of Frame - 8" Height of Frame - oe 


Weigh “Gi - 
Necht ip aoe - Werg h4 A5ibs 


Nol038 No.1039 
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No. [040 


Size of Cover 24x24" 30'%30" 
Size of Frame, outside 4'x 24" 36'x36" 
Height of Frame 23" iD” 


Weight of Cover GOlbs. IMbolLbs. 
Weight of Frame 87 lbs. Il Lbs. 


ROUND CAST IRON FRAME 
WITH SQUARE SOLID COVER. 


No. /04/ 





Size of Cover 22" 22" 
Diameter of Frame, outside 38° 
Height of Frame ¢" 


Weight of Gover 120 Lbs. 
Weight of Frame 2/3 Lbs. 











RECTANGULAR CAST IRON MANHOLE FRAMES, 
AND SOLID COVERS 


No. 1042 


Size of Cover, Inches. 
18x18 24x24 30x24 30x30 
Size of Frame, outside, Inches. 
24x24 30x30 36x30 36x36 
Height of Frameé, Inches 
4 4 4 4 
Weight of Cover Lbs, 
70 |l46 190 230 
Weight of Frame, Lbs. ae 
G4 124 195 155 


RECTANGULAR CAST IRON MANHOLE FeAMES 
AND SOLID COVERS. 


No. 1043 


Size of Cover, Inches 
. 18x88 24x18 
Sige of Frame, outside, Inche 
“4x24 0x24) 
Height of Frame, Inches 
23 24 


Weight of Cover, Lbs. 
0 98 


7 
Weight of Frame, Lbs 
50 
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SQUARE CAST IRON MANHOLE FRAME AND SOLID COVER 
WITH GROOVE IN FRAME FOR PACKING. 


No. 1044 


Size of Cover 24x 24" 
Size of Frame, outside 30"x 30" 
Height of Frame Pete 


Weight of Cover 120 Lbs. 
Weight of Frame 120 Lbs. 


SQUARE CAST IRON MANHOLE FRAME AND SOLID COVER 
WITH GROOVE JIN FRAME FOR PACKING 


No. 1045 


Size of Cover 


Size of Frame, outside 
Height of Frame 


Weight of Cover 
Weight of Frame 
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SQUARE CAST IRON MANHOLE 
(FRAME WITH SOLID OUTEE 
AND INNER COVERS 


No. 1046 


Size of Outer Cover 23% 23" 
Size of Frame, outside 3I"x3/" 
Size of Cleav Opening 13"x 18" 
Height of Frame 104" 


Weight of Frame AAO Lbs. 
Weight of Outer Cover 152 Lbs, 
Weight of Inner Cover 75 Lbs. 


eY 
NN samsauiie 
, DS 


SQUARE CAST IRON CLEANOUT FRAMES AND SOLID COVERS 


No. 1047 


Size of Cover 13" 13" 16x16 14" 19" 
Size of Frame,outside 17’x 17" 20"« 20° 23'x23" 
Height of Frame ae 4 pe 


Weight of Cover 23 lbs. Gllbs. A5Lb. 
Weight of Frame  78lbs. A5lbs. ASLbs. 





a DF 





TOWER GROVE FOUNDRY COMPANY. 


SQUARE CAST IRON HANDHOLE FRAME AND SOLID COVER 
WITH FLUSH LIFT HANDLE 


No. [048 
Size of Cover 


Size of Frame, Outside 
Depth of Frame 


13x 13" 
ISx1S" 

IZ" 
Weight of Cover 


LS Las. 
We 19 ht of Frame: 


5 Lbs. 


— 


RECTANGULAR CAST TRON HANDHOLE FRAME 
AND SOL/D COVER 


No ./049 


Size of Cover 7x9" 


Size of Frame, outsde /0$'x 124! 
Depth of Frame ag 


Weight of Cover 


A lhs 
Weight of Frame 


/OLbs 




















TOWER GRGVE FOUNDRY COMPANY 


“WOODRIVER” STANDARD- MANHOLE FRAMES AND COVERS 


WEIGHT OF No. 10.50 
FRAME- [47 Lbs 
COVER - S5Lbs 







WEIGHT 6F No. 105] 
FRAME  J|2OLbs 
COVER —@0Lbs 


WEIGHT OF NG1052 
FRAME |4SLbs. 
COVER 133 Lbs. 





SECTION 
No. 1050 
Diameter of Bottom Flange 28 Inches. 
u " Top Outside 14 Inches. 
" " Cover I7 Inches 
Total Height 6 Inches 
No. /OS/ 
Diameter of 80t+em Flange 32 Inches 
" " Top Outside 22 Inches 
" o Cover 204" Inches 
Tota/ Herght 54 Inches 
No. 1052 
Diameter of S0440m Flange 36 Inches 
" « Top Outside 25% Inches 
, » Gover 23% Inches 
Tota/ He 1g Pike Gk Inches 


Bont See 





‘TOWER GROVE FOUNDRY COMPANY 


“CHAFFEE” STANDARD CAST IRON MANHOLE FRAME % COVER 


No. 1053 





SECTION 


Diameter of SottemFlange  J4Inches 

Dameter of Top Inside 234 Inches 

Total Heig hd 9" Inches 
Weight 226 Lbs 





Diameter of Cover 23 Inches 
Weight of Cover 160 Lbs. 





COVER NO. |054 








See litte i RC 
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“GEORGETOWN” STANDARD CAST IRON- dsaniiie FRAME 
AND COVER 





COVER NO. 1056 
DIAMETER OF COVER =?” 





WIE GHT ) SOs 
FRAME- No. (O55 
Diameter of BottomF, fos é 32" 
Diameter of Top, Ou 23" 
Height $4" 
Weight 200-Lbs. 


“ALTON” STANDARD CAST IGON- MANHOLE FRAME 
No. (057 





SECTION 


Diameter of Settom Flange 36" 
D nee of Top, Inside . 24! 
Heig ht : 
Weight igo 





—“4q-— 


TOWER GROVE FOUNDRY COMPANY 


CAST IRON- COVERS - FOR -“ALTON“ FRAME 


{Bs 


* 


Z 
y 
%: 
Zs 
4: 
AN 
VAN 
4 
y 
Gx 
4 
aS 
g 
4: 
4 
4. 
Oe 
y) 
g 
Z 


w= 


NO [058 
DIAMETER- 23" INCHES 
WEIGHT- 








ST STISCAS ESSA INTIS 


Ny 


NS 


eee0 


rT 


DIAMETER - 23 INCHES 
WEIGHT- I4a-Lbs 


No. [0G0 
DIAMETER - 23-INCHES 
WEIGHT I20-Lbs. 

















TOWER GROVE FOUNDRY COMPANY 
*‘ALTON” STANDARD CAST IRON ORAIN 


Size of Frame, Outside 


[ i gee 

SQOO0BRRODOOF| — sve of Frame, mde, 

= UO SEX40000 = Height of Frame "Inch 
i 


Size of Trap, outside 

128"x 23" 
Herght of Trap 5" 
Sige of Gover 


No. /06/ 


A$’. 244" 
yt a2 ea ee Weig ht of Frame 2? Lbs 


i, ers \ Weight of Trap TS Lbs 
’ ‘AN Weight of Cover 80 Lbs. 


STAN DARD CAST IRON SQUARE MANHOLE FRAME 
? AND COVE 


SIZE OF FRAME, OUTSIDE 
30"x 30” 
SIZE OF COVER- 24x 24" 
HEIGHT 
WEIGHT OF FEAME 
2qG0-Lbs.. 
kKIEIGHT OF COVER 
(S5-Lbs. 





— SSS 
’ é 


TOWER GROVE FOUNDRY COMPANY 


INDARD. SQUARE CAST TRON MANHOLE FRAME 
AND COVER 


NO. 1063 
SIZE OF FRAME, OUTS/IDE- 38x38" 
SIZE OF COVERS - [5"x30" 
HEIGTH - 4 Inches 


WEIGHT OFFRAME 364 Lbs. 
‘ WEIGHT-OF CovERs 305 Lbs. 
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CAST TRON CATCH BASIN CAST TRON RAISED STRAINER 
FOR SEWER PiPe 





NO. 1065 
OUTSIDE DIAMETER 74" 





HEIGHT g" 
WEIGHT 89 Lbs. 
No. 1066 
DIAMETER AT TOP 224" OutsIDE DIAMETER 254 d 
DIAMETER AT BorTIoOm = 2/4" — HEIGHT le 
WEIGHT. 160 Lbs. WEIGHT 220 Lbs 
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TOWER GROVE FOUNDRY COMPANY 


CITY OF ST. LOUIS STANDARD CAST TRON SOLID INLET COVER. 
FOR STONE OR CONCRETE CARS 


No. /OG7 


Diameter of Cover 
Thickness of Cover 





Weight, each 
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CITY OF EAST ST.LOUIS, TLL, STANDARD CAST TRON SOLID 
INLET COVER- FOR STONE OR CONCRETE CAFS. 





No. /068 


Diameter of Cover 
Thick ness of Cover 


Weight, each 
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TOWER GROVE FOUNDRY COMPANY 


ROUND CASTIRON SOLID INLET COVER 
FOR STONE OR CONCRETE CAPS 


No. |O69 
Diameter of Qver 18" 
Thickness of Cover 5" 
Weight, each 38 Lbs. 





ROUND CAST IRON GRATED INLET COVER 
FOR STONE OR CONCRETE CAPS. 


Ais No. 1070 


Diameter of Cover az" 


0 | | | 0 Thickness of Cover A" 


We ig ht, each, 136 Lbs. 
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TOWER GROVE FOUNDRY COMPANY 


CITY OF ST.LOUIS STANDARD CITY OF MAPLEKO0D STANDARD 
CAST IRON TRAP PLATE CAST TRON TRAP PLATE ~ 
FOR SEWER INLET FOR SEWER INLET. 


No. 1071 No. 1072 


Size of Plate 2/"x33" Thickness of Plate 2" 
Thickness of late 4" Weight 97 Lbs 
Weight, each 90 Lbs 
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CITY OF ST. LOUIS STANDARD WROT IRON INLET BAL 
FOR SEWER INLETS 


No. 1073 


Made of |" Square Tron. 
Weight, each [S$ Lbs. 





TOWER GROVE FOUNDRY. COMPANY 


CITY OF ST. LOUIS STAND- CITY OF EAST ST. LOUIS, 
ARD WRoT IRON MAN- ILL., STAN DA RO WROT 
HOLE STEP IRON MANHOLE STEP 
No. (O74 No. 107& 
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Made of 4" Round Iron Made of 3" Round Iron. 
Weight, each 5 Lbs. Weight, each — Ad Lbs. 
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CITY OF ST. LOUIS STAN DARD CAST IRONMANHOLE STEP. 


No. 1076 
Me+yl 3 Lo B" Thick. 
Weight, each I/ Lbs. 
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TOWER GROVE FOUNDRY COMPANY 


DESIGN OF OUR STANDARD - FULL FLUSH - D0 
FIRE FRONT. 








WE ALSO MANUFACTURE 
COMPLETE LINE OF HALF & THREE QUARTER-ARCH 
FRONTS BOTH STRAIGHT & DOWN CRAFT 
CAST TRON FITTINGS 
CHALKS-VERTICAL TEES - HORIZONTAL TEES. 
SKELETON ARCHES- REAR ARCH BARS - FLAME PLATES 
FRONT, CENTFE &£ BACK BEARING BARS: MANHEADS 
9 ARCHES -HANDHOLE PLATES &ARCHES- BUCKSTAYS 
BACK STANDS - REAR WALL PLATES- CENTER & WATER 
COLUMNS, BOLE & TANK BRACKETS: BOX LINERS-SOOT Doors 
AND FRAMES-COLUMNS- TOP & BOTTOM PLATES 


For 
BOILER SUSPENSION SNSTEM. 





TOWER GROVE FOUNDRY COMPANY 


DESIGN OF OUP SHAKING GRATES 


Shown here in both Dumping and Straight Positions. 
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Design A. 
Our Grates will be found heavier than any other of the same design. 


Can be made up to suit any Grate Area. 
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IMPROVED GRATE BARS 


Top - View 


CT TT 3 





Sipe- View 


36'lg x 6" Wide x G"Deep- Weight = 35-] 
BB x 6" Wide x Brdedp height gett 


We can furnish this Bar in any Length required . 





STANDARD CAST TRON GRATE BARS 
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LENGTH 


SIDE VIEW 





Ligut- WEIGHT 
Lenatw Wire | A |B | c | o Le | F [oe [Weer No.) 
| aor | [ald 2 | etl | & |S boslsa| 
| xe" | alalalz|4i3 |e |ebunlsz 
| 42" || 3 [7] 2 | 25 | 3h | % |e Yo |5-25) 
| 4g" | 4% | 3 | 20] 2 | | as | % | Mose 


Heavy - WEIGHT. 
LENGTH |Wie | AB ic fo | £& TF [a [Weel No. 


| 30" | 733 |i 2 a2) 2 a Pele A-1] 
| 36" | & 3 Waal 2 | 22 |e || Ye |e asl) A | 
| 42" | 2% 3 [rel 2 | 24 | 42 | 7% [Pe loa || 3 | 
| 48" | 2% ls 202 | 22] 42 | % Poles] c | 





TOWER GROVE FOUNDRY COMPANY 


STAN DARD-CAST ITRON-GRATE BARS 


Toe View 


SIE ViEK/ 


Ligut-WeIGHT. 
Lenara Jive |} A 16 [ic fo fe Tr [a [Ween Wein. || No. 


$4" | 2a'| 3 | ic | cll 4 [2% J ost [5-25 | 
ar} s [6] el ale [a | | 67-casls Si 
| a" 3 | 20 | 20% [4 [a [+ | 76-1a[ls-2 
Tats|ol2| als [a | [s7-uls 52 
_A'] 3 |w|ulals [2 [se | 3e-1[s27 


HeAvy-Weigur. 


etc fo Pe Te Ta Pwercwr] no] 
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TOWER GROVE FOUNDRY COMPANY 


6 STANDARD TUPPER GRATE BARS 





LENGTH ; 





Top View Fock 
A a 





Sipe View 






|_lenath __[[Parreen-No. [A [| Weran7._| 
| 30-Inches || 5-42 [%] 5oLbs | 
136» dt S45 | G0 
4205 || S44 | 75 
[48 ow dt S45 HT 0D + | 
}54° 0 | S46 HI 0 
GOs dt S47 || 120» | 
[66 «| s-48 [6 
eee ee 
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TOWER GROVE FOUNDRY COMPANY 


CAST TRON COLUMNS 


Se ge DES Le nee ae ae ake 


CAST IRON BASE RATES 


We specialize in the Mphihictie of Cast Zron 
— Colurmns of all pope icy 














We specialize inthe Manufactur of Cast Iron 
Column. Bases of a// Descriptions from /50 Lbs 
to [5,000 Lbs. 








TOWER GROVE FOUNDRY COMPANY 
STANDARD CAST TRON CLEANOUT FRAMES. 





Size Wel GHT Size K/eIGHT. 
8x8 3 - Lbs 4 x I4 32 Lbs. 
&xl0 I'7- Lbs 4x l6 38 Lbs. 
8x I2 25-lbs lex lb 44 Lbs. . 
10 x I2 2 lbs 16x 18 51 Lbs. | 
12 x« (2 27° Lbs 18x 18 53 Lbs. ' 
I2 x14 78° Lbs (8x 24 105 Lbs. i 


I2 x 16 30 - Lbs. 24x94 126 Lbs. Q 


——_4—_ 


Cast Tron Downspour SHOES. 














STANDARD CAST IRON ASH DUMPS 


SINGLe Door Douste Door 


Sizes Weight 
é'x 6" 8 Lbs. 
[0"x 8" I6 Lbs. 








_ TOWER GROVE FOUNDRY COMPANY 


CAST TRON WALL- BOX 





SECTION-'A 


5O'Lbs. 
70 Lbs. 


Ha, 


WEIGHT. 


Si7e 
4"x 12" For. 13" Watt. 
A'x!2" FoR 18"WaLt 
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TOWER GROVE FOUNDRY COMPANY 


STANDARD CAST TRON ORNAMENTAL GRILLS. 


NANANA 
ANANAN 


SIZES 
9 xy L= 2°34 - Par T. 
9 x L= 244 - Par dS. 
94 x b= iil - Par. K. 
9 XL *2k- Pat.L. 


— 


STANDARD CAST IRON VENT GEILLS. 
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133*~'2:Pe.| [Lbs | 
1G%"- 2- Fe. | 22 « | 


CAST IRON VENT GRILLS. 
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la Wide x /O%long| 37 [bs | 
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PATTERN-A-e ul 
WEIGHT: 7Lbs 


PATTERN: C-rab 
Welaur- 1G l bs. 


PATTERN- B- KL. 
Weigut- IF Lbs. 


PATTERN-D- REL 
WEIGHT- I@ Lhs 





TOWER GROVE FOUNDRY COMPANY 


STAN DARD- CORNER & WALL GUARDS 





CORNER ‘ 
a ; [3"Wide « 26lo. Weight = 1% Lbs. 
2 \“ YY 18° Wie x 2:69. Weight = 147-Lbs 
: I3'Wide x.4'01q-Weight « IA4Lbs WALL Guaeo 
: 18" Wide x 4:0 Lg- Weight - 182 Lbs 
: eee, Sect."AA" 





Weight 73 Lbs. 


CORNER: GUARD 
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any condition. 


TOWER GROVE FOUNDRY COMPANY 
STANDARD JAMB GUARDS 
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TOWER GROVE FOUNDRY COMPANY 


STANDARD CAST IRON SAND TRAP. 
No. 1078 


Sectional View. 


‘Top View 
S13e of Frame, outside 262"« Zz" 
o1ze of Frame, Inside + 18" x /g" 
Size of Cover 178" (7#" 
Weight of Frame s* 
Weight of Frame 280 Lbs. 
Weight of Cover G2lhs. 


STANDARD CAST TRON SAND TRAP. 
No. 1077 ° 
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> Sectronal View. 


ee Top View. 
5132 of Avesig Gun gor x26, 
— -913e of Frame, Inside - 27'x 28" eon 
Se % Cover’ 26% 274" Weight of Frame-425 Lbs. 
Height of Frame === 8" _— Weight of Gover- /08 Lbs. 








